
DEVAL L. PATRICK 
governor 

TIMOTHY P. MURRAY 
LIEUTENANT GOVERNOR 

JUDYANM BIGBY, MD 
SECRETARY 

JOHN AUERBACH 
COMMISSIONER 


The Commonwealth of Massachusetts 
Executive Office of Health and Human Services 
Department of Public Health 
William A. Hinton State Laboratory Institute 
305 South Street, Jamaica Plain, MA 02130 


05/29/12 


Chris Irwin 

Assistant District Attorney, Middlesex County 
Mr. Irwin, 

Enclosed is the information you requested. Included are copies of the following. 

1. Drug Analysis Laboratory Receipt. 

2. Control Cards with analytical results for sample 

3 Analysis sheets with chemist's hand notations and test results. 

4. GC/MS analytical data for sample 


[f you have any questions about these materials, please call me at the number below. 



Chemist II 
Drug Analysis Lab 
Jamaica Plain, MA. 02130 
(617) 983-6632 


Corbett emaiI PRR 005202 






Boston Drug 
Laboratory 
Tel (617) 983-6622 
Fax (617) 983-6625 

Boston Hours 
8:00 - 11:00 
2:00 - 4:00 


City or Department: 


The Commonwealth of Massachusetts 
Executive Office of Health and Human Servi 
Department of Public Health 
State Laboratory Institute 


DRUG RECEIPT 


A 


Name and Rank of Submitting Officer:. 
Defendant(s) Name (last, first, initial) 


Police Reference No. 

ffy&K iJ 


Amherst Drug 
Laboratory 
Tel (413) 545-2601 
Fax (413) 545-2608 

Amherst Hours 
9:00 - 12:00 
1:00 - 4:00 


Description of Samples 


To be completed by Lab Personnel 
Gross Weight La b Numbe r 


} G 


a<^ AJL/Vi/2- 




Pi "t I ' ( 
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_ Date Analysed; 

n \ t. v ♦ Malden Police Dept. 

0-j.fi cer . Detective FRANK SPINALE 




3 6 
/ 


i- * 

Amount; 

No Cent; 


Sufcst: SUB 
? Cent; ob 


Da t a Rec r d : 03 / 19/2009 Mo . Ana 1 ysec.: 
v.?t • 2,3 50 Net Wt: O ■ X-^ 


P re 1 i ro: V*t/\o ^ F1 nd 1 ng 




Corbett email PRR 005204 








DRUG POWDER ANALYSIS FORM 



PHYSICAL DESCRIPTION: 

v v?- vio -.o.f'sJUiYJ Si\Avv«n 

cV v«-Vs» S^C. a 



PRELIMINARY TESTS 
Spot Tests 


ANALYST 


Evidence WL 



Gross Wt ( ): 

d - 5 

Gross Wt ( }: 



■rofp 


Revised 7/2005 
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DRUG POWDER ANALYSIS FORM 


SAMPLE 


AGENCY CY\u\xie; 


ANALYST 





PHYSICAL DESCRIPTION: 


o —o tV-i V.?- ‘■Si' 






GrossWt { X): O-S'nG'Z- 
Gross Wt ( \ ): q . vavV^ 

Pkg. Wt:_ 

Net Wt: O - ^ t> CJ~1 


PRELIMINARY TESTS 
Soot Tests 


MIcrocrvstalllne Tests 


Cobalt 

Thiocyanate ( ^ ] 


Gold 

Chloride 


Marquis 4— 


TLTA 


Froehde‘s 


OTHER TESTS 



PRELIMINARY TEST RESULTS 


GC/MS CONFIRMATORY TEST 


RESULTS 


>TP v^> 


DATE \WX£-^< 


RESULTS_ 
MS 

OPERATOR 


DATE 


Revised 7/2005 

Corbett email PRR 005206 












Abundance “ .'. TIC: 685349.0 



Ret. Time 


Area Area % Ratio % 


***N 0 INTEGRATED PEAKS*** 


685349.D Tue May 29 11:02:28 2012 


Page 1 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F:\Q4-2009\SYSTEM4\12_01_09\685350.D 

DJR 

1 Dec 2009 19:44 

COCAINE STD 

50 

DRUGS 

RTE 


Abundance 


4102 


TFC: 685350. D 


1500000 

1000000 ; 

j 

500000 - 

O 1 - -r-r- 

iTime-> 2X10 2.50 3.00 350 


I 

\ 


\ 

I 


450 4.50 5.00 5.50 6.00 ’ 6.50 750 7.50 8.00 8 5 0 9 5 0 9.50 


Ret. Time 

Area 

Area % 

Ratio % 


4.015 

1648196 

100.00 

100.00 



685350.D Tue May 29 11:02:32 2012 


Page 1 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F:\Q4-2009\SYSTEM4\12_01_09\685350.D 

DJR 

1 Dec 2009 19:44 

COCAINE STD 

50 

DRUGS 

RTE 


Search 

Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW TOX2.L 

C:\DATABASE\NIST98.L 

Minimum Quality 
Minimum Quality 

: 90 
: 90 

PK# 

RT 

Library/ID 

CAS# 

Qual 

1 

4.02 

C:\DATABASE\SLI.L 

COCAINE 

000050-36-2 

99 


Abundance 


8 ? 


Average of 3.S94161.118 min.: 685350.0 (-) 


80; 


182 


60 i 


40 


: ; 42 

20 

.55 

rn!z~> 40 60 

Abundance 


68 


94 


105 


■i K ; 

122 


| 198 

!. || | . 


138 

152 166 j 209 222 

80 100 

ijo 

140 

160 180 20C 220 

.— 



#29: COCAINE 

8,2 





272 


303 


289 l 


329 341 


370 


2^0 28(3 ' 300 320 340 360 


80; 


80 : 


182 

I 


40 


20 


42 


55 68 


0 


94 


105 


122 


135 


152 166 


198 


214 244 259 


272 


303 


m/z~> 40 60 80 100 120 140 


160 180 200 220 240 260 280 300 320 340 360 


685350.D Tue May 29 11:02:32 2012 


Page 2 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F: \Q4-2009\SYSTEM4\12_01_09\685363 .D 
DJR 

1 Dec 2009 22:43 

BLANK 
ASD 
2 

DRUGS 

RTE 



Ret. Time 


Area Area % Ratio % 


* * *NO INTEGRATED PEAKS*** 


685363.D Tue May 29 11:02:45 2012 Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2009\SYSTEM4\12__01_09\ 

DJR 

1 Dec 2009 22:57 


ASD 

64 

DRUGS 

RTE 


685364,D 


Abundance TIC: 685364.D 

; 4000000; 402 

; 3000000 

! 2000000 


1000000 


; ., - 

Tlme-> 2.00 2.50 

3jD0 3.50 4.00 4.50 5-00 

5.50 

6.00 

6.50 7.00 7.66 8.00 8.50 9.66 9.50 

Ret. Time 

Area 

Area 

% 

Ratio % 

4.023 

4377175 

100 . 

00 

100.00 


685364 ,D 


Tue May 29 11:02:49 2012 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4-2009\SYSTEM4\12_01__09\685364.D 

Operator : DJR 

Date Acquired : 22 : 57 

Sample Name 

Submitted by : ASD 

Vial Number : 64 

AcquisitionMeth: DRUGS 

Integrator : RTE 


Search 

Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW TOX2.L 

C:\DATABASE\NIST98.L 

Minimum Quality 
Minimum Quality 

: 90 
: 90 

PK# 

RT 

Library/ID 

CAS# 

Qual 

1 

4.02 

C:\DATABASE\SLI . L 

COCAINE 

000050-36-2 

99 


Abundance 


¥ 


" Average of 3.996 to 4.1 TSrnirf.; G85364.D (-) 


80 


182 


60 i 


40: 

i 42 
20 ! | 


! 94 


65 68 jij 


0 •••- 

m/z-> 40 

Abundance 


80 


122 


198 


303 


108 16? iso 272 

l: J 135 I 16t) ! 214226 242 258 , 284 


341 


429; 


60.80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 380 400 420 

... #29: COCAINE .. 

82 


182 


60 


40 


94 


20 


42 


55 68 


0 4 - 


j ao 122 : 198 

108 ; 135 152 166 | 


214 244 259 


272 


303 


m/z-> 40 60 80 100 120 140 160 


0l80200 2^0 240 280 ' 280 380 3^0 340 3^0 380400 420 


685364 . D 


Tue May 29 11:02:50 2012 


Page 2 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator :' 


Data File: 

F:\Q4-2009\SYSTEM4\12_01_09\685372.D 
DJR 

2 Dec 2009 00:47 

BLANK 

2 

DRUGS 

RTE 


A l.. .-.T.:'”,- . . ...Tin- fiR<i37? n 



Ret. Time 


Area Area % Ratio % 


* * *N0 INTEGRATED PEAKS*** 


685372.D Tue May 29 11:02:59 2012 


Page 1 
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Area Percent / Library Search Report 


Information from Data File 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F: \Q4-2 009\SYSTEM4\12__01_0 9\6853 73 .D 
DJR 

2 Dec 2009 1:00 

COCAINE STD 

73 

DRUGS 

RTE 


mm. . 4|02 W685373.D 

j ] 

j I 

1500000; I 

| 1000000 j 

: i i 

| 500000 


Tlme-> 2.00 2.5o 3.00 

3.50 4.00 ' 4.50 5.00 

5.50 

6.00 

6.5b 7.bo ' 7.50 8.00 8.50 9.00 9.50 


Ret. Time 

Area 

Area 

% 

Ratio % 

4.016 

1792702 

100. 

00 

100.00 


685373.D Tue May 29 11:03:03 2012 Page 1 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F:\Q4-2009\SYSTEM4\12_01_09\685373.D 

DJR 

2 Dec 2009 1:00 

COCAINE STD 

73 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


1 4.02 C:\DATABASE\SLI.L 

COCAINE 000050-36-2 99 


Abundance Average of 3.894 to 4.105 min.: 685373.0 (-) 


80 

j 


j 



182 







60 

| 


j 



i 







40 

42 


• i 

94 


i 

f 







20 

! 


i ; ; 

3 ; 









0 


55 68 


li, i 122 

108 

140 192 188 

i 

272 303 

210222 242 255 i 288 1 

317 331 

359 


405 


40 

60 

80 

i0o lio 

l4o 160 

180 

200 220 240 260 280 

300 

320 340 

360 

380 

400 ; 

Abundance 

1 















82 




#29': COCAINE 





| 

80 



| 



182 






j 

60 






i 






| 

40 




94 


i 






| 

20; 

42 



ji i 









0; 


55 68 


1 122 
108 

135 152 166 

! 

198 272 

j 214 244 259 | 

303 





ni/z-> 40 

60 

80 

100 120 

140 160 

180 

200 220 240 260 280 

300 

320 340 

360 

380 

400 ! 

685373 

.D 



Tue 

May 2 9 

11 : 

03:03 2012 


Page 

2 




Corbett email PRR 005215 



























Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number ; 
AcquisitionMeth: 
Integrator : 


Data File: 

F:\Q4-2009\SYSTEM7\12_01_09\685471.D 

DJR 

2 Dec 2009 00:28 

BLANK 

2 

DRUGS.M 
RTE 




Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


685471.D Tue May 29 11:10:12 2012 Page i 
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Area Percent / Library Search Report 


Information from Data File-. 

File Name 

F:\Q4-2009\SYSTEM7\12_01_09\685472.D 

Operator 

DJR 

Date Acquired 

2 Dec 2009 00:41 

Sample Name 
Submitted by 

HEROIN STD 

Vial Number 

72 

AcquisitionMeth 

DRUGS.M 

Integrator 

RTE 


Abundance 

300000 

600000 

400000 

200000 



Time--> 2.00 


TIC: 685472.D\data.ms 
6.015 



r-r y i i i TTi-rr i | ' r-T-rj-r-rT 

8.00 8.50 94)0 J,50_. 


Ret. Time 

Area 

Area % 

Ratio % 


6.015 

1219754 

100.00 

100.00 



685472.D Tue May 29 11:10:17 2012 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 

File Name 

F:\Q4-2009\SYSTEM7\12_01_09\685472.D 

Operator 

DJR 

Date Acquired 

2 Dec 2009 00:41 

Sample Name 

HEROIN STD 

Submitted by 


Vial Number 

72 

AcquisitionMe th 

DRUGS.M 

Integrator 

RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C: \Database\PMW__TOX2 . L 


PK# RT Library/ID 


CAS# Qual 


6.01 C:\Database\SLI.L 
HEROIN 


000561-27-3 


99 


Abundance 


Average of 5.967 lo 6.168 min.: 685472.D\data.ms {-) 


40 


80 

60 

40 

20 


327 


268 


81 


204 


59 


94 115 


146 


uif 


.4,',i, n. 


28 


162 


.181 

ikiAok 


216 : 238 253 


310 


369 


284 


352 


i | 'i I t■ i ['i j i i i |'i < i*| . ■ f i | 11 i ' | i i i ' | i ■ - 


m /z-> 40 60 80 100 120 140 160 180 200 220 240 260 280._ 300 320 340 360 


Abundance 


#1: HEROIN 


m/z--> 


80 

60 

40 

20 : 

oil 1 


4'3 


268 


327 


215 


59 


81 

i 94 

. s 

iL 


115 


146 


28 

■ ■•lb I.U 1 


162 


174 


!i i| I, I I i 2^8240253 

» ' ■ j"i I i i i i n ' r- p-i-rnry- 


310 


284 


298 


369 


341 


40 


60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 


685472.D Tue May 29 11:10:17 2012 


Page 2 


Corbett email PRR 005218 


















Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F: \Q4-2009\SYSTEM7\12___01_09\685475 .D 

DJR 

2 Dec 2009 1:19 

BLANK 
ASD 
2 

DRUGS,M 
RTE 


Abundance 


1000 


TIC: 685475,D\data.ms 


500 




I 


m 





^ ^ ^ ^ | , p -|—| ^ — j- y -1 " ; — i —1—I—| " "T — "| I I Cl 1 ^ i i t 1 "J & 1 I I j 1 I 

Yj me ..> 2.00 "liSO 3.00 3.5o' 4.00 4.50 5.00 5.50 6.00 6.50 7.00 7.50 8.00 8.50 9.00 9.50 


Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


68 54 75.D Tue May 29 11:10:30 2012 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: . n 

F:\Q4-2009\SYSTEM7\12_01_09\685476.D 

DJR 

2 Dec 2009 1:31 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 

AcquisitionMeth 

Integrator 


ASD 
76 

DRUGS.M 
RTE 


Abundance 


300000 


200000 


100000 


TIC: 685476.D\data,ms 
6.610 


2.467 


Time-> 


2.00 


2.970 


n rrf 




2.50 3.00 3.50 4.00 4.50 5.00 5.50 


6.00 6.50 7.00 7.50 8.00 8.50 9.00 9.50 


Ret. Time 

Area 

Area % 

Ratio % 



2.467 

2.970 

6.010 

482074 

540774 

506252 

31.53 
35.37 
33 . 11 

89.15 
100.00 

93.62 




685476 ,D 


Tue May 29 11:10:35 2012 


Page 1 
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Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2009\SYSTEM7\12_01_09\685476.D 
DJR 

2009 1:31 


ASD 

76 

DRUGS.M 
RTE 


Search Libraries: 


PK# 


RT 


C:\Database\SLI.L 
C:\Database\NIST05a.L 
C:\Database\PMW_T0X2,L 


Library/ID 


2.47 C:\Database\NIST05a.L 

Acetamide, N-(4-hydroxyphenyl) 
Acetamide, N-(4-hydroxyphenyl) 
Acetamide, N-(4-hydroxyphenyl) 


Minimum Quality: 80 
Minimum Quality: 80 



CAS# 

Qual 


000103-90-2 

97 

- 

000103-90-2 

95 

- 

000103-90-2 

94 


Abundance 

80 

60 

40 

20 

0 

m/z~> 

Abundance 

80 

60 

40 

20 

0 


43 


40 


38 

-n-n- 


40 


53 


50 


43 


Average of 2.435 to 2.663 min.; 685476.Dtdata.ms (-) 

109 


80 


60 65 73 

‘■i ' i ' i i j - 


85 90 95 101 


60 


70 


80 


90 


|117j 22 129 135 


f ' ' ■•' -T- 


#23866: Acetamide, N-(4-hydroxypheny1)- 
ibo 


80 


53 


63 . 68 74 

h-rTlWrr-r iNM i f r r vi 

90 

''It-T"1 j 1 II T fill' 


120 


135 


50 


60 


70 


80 


90 


151 


159 


100 liO 120 130 140 .. 150 160 


151 


685476,D 


Tue May 29 11:10:35 2012 


Page 2 
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Area Percent / Library Search Report 


Information from Data File: 
File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


uata i'l-i-t , 

F:\Q4-2009\SYSTEM7\l2__Ql_09\685476 ,D 

DJR 

2 Dec 2009 1:31 


ASD 
76 

DRUGS,M 
RTE 


Search Libraries: 


PK# 


RT 


C:\Database\SLI.L 
C:\Database\NIST05a.L 
C:\Database\PMW_TOX2.L 

Library/ID 


2.97 C:\Database\NIST05a.L 
Sorbitol 
Sorbitol 
D-Mannitol 


Minimum Quality 

: 80 

Minimum Quality 

: 80 

CAS# 

Qual 

000050-70-4 

91 

000050-70-4 

91 

000069-65-8 

90 


43 


Abundance 

! 

80 

60 

40 

20 

0 

m/z~> 40 

Abundance 


Average of 2.668 to 3.160 min.: 685476.DWata.ms (-) 


61 7 a 


l'T T -+ 

50 


103 


85 


60 70 80 90 


133 


159 


194 207 


1 ] s j 147 

100 110 120 130 140 150 160 170 180 190 200 
#44770: Sorbitol 


ft 


61 


80 

60 

40 

20 

0 


43 


53 


103 


85 




133 


115 


123 


146 

r4n 


165 


"T-f-ri i i j 1 


182 




40 50 60 70 80 90 


100 110 120 130 140 160 160 170 180 190 200 


685476.D Tue May 29 11:10:36 2012 


Page 3 


Corbett email PRR 005222 











Area Percent / Library Search Report 


Information from Data File: 
File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


LJCX UCi V -1. J.C. * 

F:\Q4-2009\SYSTEM7\12_01_09\685476.D 

DJR 

Dec 2009 1:31 


ASD 
76 

DRUGS.M 
RTE 


Search Libraries: C:\Database\SLI.L 

C:\Database\NIST05a.L 
C:\Database\PMW_TOX2,L 

PK# RT Library/ID 


Minimum Quality: 80 
Minimum Quality: 80 


CAS# Qual 


6.01 C:\Database\SLI.L 
HEROIN 


000561-27-3 87 


Abundance 

80 

60 

40 

20 

0 


Average of 5.967 to 6.158 min.: 685476.D\cfata.ms (-) 


43 


327 


268 


310 


81 


204 


59 


94 124 

i 1.071 


146 


162 


I 


,181 




369 


354 


m/z ..> o ^^ryo-^o^eo^ro'ioo' irsrar-o. 30 o 32 o 3 40 360 


L 


Abundance 


#1: HEROIN 


I ^ 

80 

60 

40 

20 


268 


327 


215 


81 


59 


94 


115 


146 

28 ' ! 

d'L ' 


162 


181 

I | 197 

m 1 1 


.1 240253 


310 


284 


298 


369 


ft 341 




40 "t 80 100 120 140 160 180 200 220 24C 260 280 300 320 340 360 


685476.D 


Tue May 29 11:10:37 2012 


Page 4 
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Area Percent / Library Search Report 


Information from 
File Name : 

Operator ; 

Date Acquired : 
Sample Name 
Submitted by : 
Vial Number ; 
AcquisitionMeth; 
Integrator : 


Data File: 

F:\Q4-2009\SYSTEM7\12_01_09\685492 ,D 
DJR 

2 Dec 2009 4:54 

BLANK 

2 

DRUGS . M 
RTE 



Ret. Time 


Area Area % Ratio % 


* **N0 INTEGRATED PEAKS*** 


685492.D Tue May 29 11:10:53 2012 


Page 1 
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Area Percent / Library Search Report 


Information from 

Data File: 

File Name : 

F:\Q4-2009\SYSTEM7\12_01_09\685493.D 

Operator : 

DJR 

Date Acquired : 

2 Dec 2009 5:06 

Sample Name : 

HEROIN STD 

Submitted by ; 


Vial Number : 

93 

AcquisitionMeth: 

DRUGS.M 

Integrator : 

RTE 


Abundance 

600000 


TIC: 685493.DWata.ms 
6.015 


400000 

200000 ; 


Time-> 


OVp-n-rp-rTTjrrn 1 1 ' 1 ‘ I v, ' r ' 1 ' * ' 1 ■ r-| V > i ■ | ' ' ■ > | iTrryn i i | < ' i i | i i i < | ' ‘ ' ' | ' 

2.00 2.50 3.00 3.50 4,00 4.50 5.00 5.50 6.00 6.50 7.00 7 .50 8 00 8.50 9.00 9.50 



Ret. Time 

Area 

Area % 

Ratio % 

6 . 015 

1068469 

100.00 

100.00 


685493.D Tue May 29 11:11:00 2012 


Page 1 


Corbett email PRR 005225 








Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4-2009\SYSTEM7\l2_01_09\685493.D 

Operator : DJR 

Date Acquired : 2 Dec 2009 5:06 

Sample Name : HEROIN STD 

Submitted by : 

Vial Number : 93 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C:\Database\PMWJTOX2.L 

PK# RT Library/ID CAS# Qual 


1 6.01 C:\Database\SLI.L 

HEROIN 000561-27-3 99 


Abundance Average of 5.978 to 6.184 min.: 685493.D\data.ms (-) 



Abundance #1; HEROIN 



685493.D Tue May 29 11:11:01 2012 Page 2 
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